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Morgan Regency China Case M-1585 and M-1463 Regency Mantel shown above. 



MORGAN MANTELS and 
CHINA CASES 

MISCELLANEOUS CABINETWORK 

HP HE well planned home possesses a wealth of charm and enduring beauty 
* when built with such attractive Mantels, China Cases, and other cabinet 
work as shown in this book of Morgan designs. 

Here is wood cabinetry at its best, both as to design as well as craftsmanship. 
Many of the beautiful, richly designed Mantels and China Cases shown here 
are true reproductions of the finest examples, created and executed by such 
outstanding early American designers and craftsmen as the justly famed 
Sam'l Mclntire, of old Salem. 

These adaptations of Colonial and Regency origin, as well as the contem- 
porary designs shown in this catalog, provide a wide assortment to choose 
from. Here you will find a Mantel or China Cabinet that will exactly meet 
the architectural requirements of your home, whether it is period or modern, 
or a happy combination of both. 

We suggest you specify the Morgan designs you select by name (MORGAN) 
and catalog number. Be sure to look for the Morgan trade mark on the 
cartons in which our products are delivered to you. 

MORGAN COMPANY .... OSHKOSH, WISCONSIN 

Manufacturers since 1855 
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M-1450— M-1450A 




A GEORGIAN MANTEL from the Old Dominion State 

Typical of Design Used in Mount Vernon and Williamsburg 

In many of the historic homes of old Virginia one may see the original detail 
of this charming Georgian Mantel. This design is an exact duplicate of a Mantel 
in the Shirley House, James River, Virginia, It is indeed a cheerful homelike 
design that will brighten any interior. Furnished in two sizes. 

M-1450 No. I PINE. Length of Shelf 6'-5". Width of Shelf 6'/ 2 ". Width of Breast 5'-8". Height 
4'-4'/b". Inside measurement 4'-2" x 3'-0". Set-up, one to a crate. 

M-l 450 A No, I PINE. Length of Shelf 5'- 1 1". Width of Shelf 8". Width of Breast 5'-2". Height 
4'4Vz". Inside measurement 3 '-8" x 3'-0". Set-up, one to a crate. 
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The SHIRLEY HOUSE MANTEL 

Made with SVz" Return to Fit Over a Maximum Brick Width of 5'-0" 

This handsome Mantel is the same design as M-1450 except made with 
SYl" return to fit over brick fireplace. The return can be cut down to any 
size desired. 

M-I450C No. I PINE. Length of Sheif 6'-7". Width of Shelf Mil". Depth of Return 5'/ 2 ". Width 
of Breast 5'- 10". Height 4'-7'/8"' Inside measurement 4'-4" x 3'-3". Set-up, one to a crate. 
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'STRAWBERRY HILL" FIREPLACE SURROUND— M-1451A, M-1451 

Particularly Adapted for Use in Early American Interiors 

The Surround shown above and below is an exact reproduction of a design 
discovered in Virginia during the restoration of an old plantation home. 



M-1451 A SURROUND (2" x 6"). For 
large fireplace opening, 
such as above. Surround 
is furnished in two 5' 
pieces mitred one end and 
one I0 f piece mitred one 
end with two base blocks 
to the opening. K-D, easy 
to mitre for any opening. 
One to a crate. 



M-1451 SURROUND <2" x 6"). For 
smaller fireplace opening, 
such as shown to the right. 
Surround is furnished in 
two 3 '-6" pieces mitred 
one end and one piece 
7'-0" mitred one end and 
two base blocks to the 
opening. K-D. Easy to 
mitre for any opening. 
One to a crate. 




Fireplace Surround M-1451 
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M-1452— M-1452A 

MANTEL OF THE WAYSIDE INN, 
Sudbury, Massachusetts 

An Adaptation in Two Sizes 

After the mantel in the Ball Room of Wayside Inn # Sudbury, Massachusetts, 
this Mantel has been adapted. All of the beauty of the original has been pre- 
served to enhance the beauty of present-day home interiors. Furnished in 
two sizes. 

M-1452 No. I PINE. Length of Shelf 4M l 3 / 4 ". Width of Shelf 5 3 / 4 ". Width of Breast 4'-9 3 / 4 ". 
Height 3'-7%". Inside measurement 3'-7 3 / 4 " x 2'-6%". Set-up, one to a crate. 

M-1452 A No. I PINE. Length of Shelf 5'-IO'/ 8 ". Width of Shelf 6 3 / 4 ". Width of Breast 5'-8". 
Height 4'-5 , / 2 "- Inside measurement 4'-2" x 3'-0". Set-up, one to a crate. 




M-1453 — M-1453A 
M-1453 specifications same as M-1452. 
M-1453 A specifications same as M-1452 A. 
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M-1455 



The DEDHAM MANTEL from Massachusetts 

In Dedham, Massachusetts, the original of this Mantel has graced the dining 
room of an old home for generations. 

It is the embodiment of Colonial architectural artistry and a happy part 
of the modern Colonial home that will uphold the high name of its ancestry. 

M-1455 No. I PINE. Length of Shelf 5'- 1 1". Width of Shelf 7'/ 8 ". Width of Breast 5'-0". Height 
4 , -5'/4". Inside measurement 4'-0"x3'«l". Set-up, one to a crate. 
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M-1458— M-1458A and M-1458B for Heatilator Unit No. 136 



The "BULFINCH" GEORGIAN MANTEL 

Original in the American Wing of the Metropolitan Museum, New York City 

The striking beauty of this authentic Georgian Mantel is in its delicate fluting and fine dentil mould- 
ing beneath the gracefully detailed shelf. An outstanding example of eighteenth century design. 

M-1458 No. I PINE. Length of Shelf 5'-8%". Width of Shelf 5%". Width of Breast 5'-0'/ 2 ". Height 
4'-2 , / 2 ". Inside measurement 3'-8" x 2 '-9". Set-up, one to a crate. 

M-1458 A No. ! PINE. Length of Shelf 6'-4 3 / 4 ". Width of Shelf 5 7 / 8 ". Width of Breast 5'-8'/ 2 ". Height 
4'-8'/2". Inside measurement 4'-4" x 3'-3". Set-up, one to a crate. 

M-I458B For use with HEATILATOR UNIT No. 136. No. I PINE. Length of Shelf 5'-8 3 / 4 ". Width of 
Shelf 18%". Depth of Return I '-0'/ 2 ". Width of Breast 5'-0'/ 2 ". Height 4'-2'/ 2 ". Inside measure- 
ment 3 '-8" x 2'-9". Set-up, one to' a crate. 




Plan for M-1458B for 
HEATILATOR Unit No. 136 
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M-1459 



The "WILLIAM AND MARY" MANTEL OF VIRGINIA 

Williamsburg Adaptation 

Individuality of design — simplicity of line — restraint in decoration — these 
characteristics distinguish this fine Mantel of Early Colonial detail. An 
adaptation of exceptional merit. 

M-1459 No. I PINE. Length of Shelf 5'-5%". Width of Shelf 73/ 8 ", (3/ 4 " thick. Width of Breast 
5'-4'/ 8 ". Height 4'-4'/ 4 ". Inside measurement 4'-2" x 2'- 1 1'/ 2 ". Set-up f one to a crate. 
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M-1462 



REGENCY MANTEL without Shelf 

The pleasing effect of this reeded surround detail (6" wide and 1%" thick) 
gives the fireplace a mark of simple dignity, admirably suited for modern and 
traditional interiors. Same detail as shown for M-1463 except furnished with- 
out shelf. 

M-1462 No. I PINE. Overall width, 5'-0", overall height, 4'-4". Inside measurement, 4'-0" x 3'-5". 
Completely machined for easy assembly. Carton packed. 
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M-1463 



REGENCY MANTEL with SHELF 

This charming mantel is considered to be one of the outstanding achievements 
of Morgan Woodwork stylists. It is the symbol of good taste and suited for 
most interiors. 

M-1463 No. I PINE. Length of shelf, 6'-6". Width of shelf, 77/ 8 ". Thickness of shelf, 4". Size of 
surround moulding is 6" wide and I %" thick. Height of mantel, 4'-8" including shelf. 
Inside measurement, 4'-0" x 3'-5". Shelf is set-up and carton packed; other parts K-D. 
Completely machined for easy assembly. 
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THE BLACKTHORN FIREPLACE SURROUND 

An Attractive New Design Created by Morgan Stylists 

An adaptation of an Early American Moulded Surround suitable for use in 
any type of Modern or Traditional Home. 

M-1464 SURROUND, No. I PINE (3%" w. x 2"). Furnished in 2 pieces, 4'-0" long, mitred one end 
and one piece, 6'-0" long. 2 base blocks. Easy to mitre for any opening. Maximum overall 
width S'-llW. Height 4'-4'/2'\ Inside maximum 5'-3%" x 4'-0 5 /b"- Plinth block 5" high. 

For use flush with face of plaster see Plan # I . 

For use with reveal %" from face of plaster see Plan #2. 

For use with reveal M/2" from face of plaster see Plan #3. 



NOTE: Return mould furnished with surround may be reduced to %" for Plan §2 and 
eliminated to meet condition in Plan #3. 



5-11 H MAX. 
PLAN #1 

M-1464 
Flush with Face of Plaster 




5-ir/ 2 'MAX. 
PLAN #2 
M-1464 

Reveal %" from Face of Plaster 




5'-ir/2"MAX. 
.PLAN #3 
M-1464 

Heveal l'/ 2 " from Face of Plaster 
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Detail of M-1553 
(M-1553A is 7'-14" high) 
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M-15S3A 




UPPER 



PLAN 



LOWCR 



CfflNA CABINETS M-1553— M-1553- A 

Reminiscent of the early Colonial Days is this China Cabinet of intimacy and 
charm — and why not? It can boast an ancestry as proud as any. The original 
was used in Barnaby Manor — 1 680-1710 — located in Prince George County, 
Maryland. 

M-1553 No. I PINE. Overall Height 8'-l 3 / 4 ". Inside Size of Main Body 
2'-5 , /2"x6'-9'/4"x I '-2" Deep. Upper Doors Glazed. 

M-1553 A No. I PINE. Overall Height 7'-4". Inside Size of Main Body 
2'-5'/2" x 5'- 1 H/2" x \ '-2" Deep. Upper Doors have 6 Lights in- 
stead of 8 Lights, Glazed and 2 Upper Shelves only. 

Note: All Colonial China Cabinets on this and succeeding pages include 
main bodies, K-D; front frames with lower doors, put-together; ornamental 
heads {where shown) are put-together; three shelves in upper section; one 
shelf in lower section; shelf supports; doors in upper section (where called 
for) are put-together and glazed with clear glass. No. I pine (in the white, 
unfinished), 3-ply fir back. Carton Packed, Hardware not included. 
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CHINA 
CASES 

No. 1 PINE 

Hardware not 
Included 

M-1554 

Overall height, 8'- 
I Upper Doors 

Glazed. K-D or com- 
pletely set-up. 




M-1557 

Overall height, 8'- 
I". Upper Doors 
Glazed. K-D or com- 
pletely set-up- 
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M-1557 



M-1571 

Overall height, 7'- 
0'/2". Upper Doors 
Glazed. K-D or com- 
pletely set-up. 




UPPER 



PLAN 

For M-1554 and M-1557 



LOWER 




M-1571 



UPPER PLAN LOWER. 

Plan for M-1571 



12 



MORGAN WOODWORK . . . . Architecturally Correct 





The NEW BOSTON "WHAT NOT" CASE 

A rare antique reproduction from a two century old New Boston, 
New Hampshire, home. There's at least one or two places in the 
home where this case may be placed to good advantage. 

M-1563 WHAT NOT Case. Size: Overall width, 2'-7'/ 4 ", overall height, 6'-8". 

Includes: Three shelves in upper section. One shelf and one single door 
in lower section. K-D. No. I Pine (in the white, unfinished). Carton 
packed. Hardware not included. 



PLAN 



LOWER 
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The FRAMINGHAM CHINA CASE 

A spacious Corner Case of simple lines suited to most types of 
interiors. A very good looking case when trimmed out to 
match the other room trim. 

M-1572 Size: Overall width, 3 '-3", overall height, 7' 0'/2 Includes Main Body, 
K-D; Front Frame I Vb" thick with Lower Doors 2'-6" x I'- 10", I '/$" Raised 
Panels, Put-together,* Three Shelves in Upper Section; One Shelf in 
Lower Section; Shelf Supports; One Pair of Circle Top Doors 2 '-6" x 
4'-M/2**, I'/s" thick in Upper Section, Put-together and Glazed with Clear 
Glass; Paneled Corners; No. I Pine (in the white, unfinished). 3-Ply 
Back. Carton packed. Hardware not included. 

M-1573 Same as M-1572 but without upper Doors. 

TRIM NOT INCLUDED — Use Same Trim Used in Room 

14 
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M-1574 




The SNOW HILL CHINA CASE 

A most interesting reproduction from Snow Hill, Maryland, date 
1754. 

M-1574 CORNER CHINA CASE. Size: Overall width, 2'-7%", overall height, 
6'- 1 1 Includes: Three shelves (l'-2" deep), with glazed door in upper 
section. One shelf and one single door in lower section. Door for upper 
section thick, glazed plain. No. I Pine (in the white, unfinished). Body 
K-D, front put-together. Carton packed, Hardware not included. 



UPPER- 



PLAN 



LOWER 
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M-1585 



The REGENCY CORNER CABINET 

This attractive, gracefully designed cabinet of Regency origin will 
add much to the charm of any interior. 

M-1585 CORNER CABINET. Size: Overall width, 2'-l I height, 
7'-4 3 / 8 ", depth inside, I'-O". Includes three upper shelves, 
one lower shelf (shelves stationary), one single upper door 
l'/ 8 " thick glazed with Clear Glass. Body K-D, front M/ 8 " 
thick/ put together. No. I Pine. 3-Ply Fir Angle back. Car- 
ton packed. Hardware, not included. 
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SECTION 
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MI 589 



The DUXBURY CORNER CABINET 

A neat cabinet, very reasonably priced. 

M-1589 CORNER CABINET. Size: Overall width, 2'-8"; overall height, 7'-\%"; 

depth inside, O'-ll". Includes three upper shelves, one lower shell 
(shelves stationary), one single upper door I %" thick glazed with Clear 
Glass. Body K-D, front l>/ 8 " thick, put together. No. I Pine. 3-Ply Fir 
Angle Back. Carton packed, Hardware not included. 
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M-1586 



The LITCHFIELD CORNER CABINET 

A small cabinet of graceful simplicity. Styled for use in any 
room of the house whether modern cr of period design. 

M-1586 CORNER CABINET. Size: Overs 11 width, 2'-/ l / 4 "; neight. 6 '-6"; depth 
inside, O'-ll". Includes two upper shelver, one lower shelf (shelves 
stationary), no upper door. Body K-D, front 3 / 4 " thick, put together. No. I 
Pine. 3-Ply Fir Angle Back. Carton packed, Hardware not included. 



For Homes of Traditional and Contemporary Design 



